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Lisliting 
Styled  by 

BEARDSLEE 


Beardslee  Lighting  Fixtures  are  noted  for  the 
beauty  of  their  design  and  finish  and  for  that 
"built-in"  quality  that  is  only  possible  through 
the  intelligent  combining  of  artistic  design, 
carefully  selected  materials  and  that  faultless 
craftsmanship  that  never  overlooks  or  slights 
the  smallest  detail. 

It  is  these  things  that  have  won  for  Beardslee 
Lighting  Fixtures  universal  recognition  and  na¬ 
tionwide  acceptance  among  architects,  home 
owners  and  dealers. 

Beardslee  has  been  designing  and  making 
lighting  fixtures  for  more  than  35  years.  Its 
plant  (the  Beardslee  Building  at  216-18-20  South 
Jefferson  Street,  Chicago)  is  one  of  the  largest 
and  most  complete  in  the  lighting  fixture  in¬ 
dustry. 

While  up-to-date  equipment,  modern  methods 
and  such  labor  saving  devices  as  are  pertinent 
to  the  industry  are  utilized,  there  is  still  alive  in 
the  Beardslee  organization  to  a  remarkable 
degree  that  spirit  of  "pride  in  workmanship" 
that  dominated  the  old  time  craftsman  and 
made  the  results  of  his  skill  stand  out  from  the 
ordinary  run  of  like  products. 

Every  Beardslee  Lighting  Fixture  bears  the 
famous  Fleur-de-lis  trademark  which  is  known 
everywhere  as  a  guarantee  of  highest  quality 
materials,  finest  of  workmanship  and  enduringly 
beautiful  finishes. 

In  addition  to  the  designs  shown  here,  Beards¬ 
lee  has  for  years  furnished  lighting  fixtures 
for  public  buildings,  theaters,  schools  and 
churches  (see  pages  62  and  63). 

They  offer  the  architect  and  dealer  intelligent 
co-operation  in  selecting,  designing  and  manu¬ 
facturing  lighting  fixtures  to  exactly  fit  the  style 
of  architecture  or  period  of  any  particular 
building. 
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38-1  Rich  Gilt . $5.00 

Extends  4V2  inches.  Back  4’/2  inches. 

38-2^Rich  Gilt . $22.00 

2  Light — Extends  5  inches.  Height  13 '/a 
inches.  Width  91/2  inches.  Crystal 
glass  ornaments — Plate  glass  bobache. 

38-3— Rich  Gilt . $55.00 

6  Light — Length  42  inches.  Width 
20^2  inches.  Crystal  glass  ornaments. 
Plate  glass  bobache. 

38-4 — Colonial  Brass . $13.00 

2  Light — Extends  6  inches.  Width  9 
inches.  Mirror  back  3%  inches  wide. 
Pull  chain  sockets. 

38-5 — Colonial  Brass . $6.00 

Extends  5  inches.  Back  4V4  inches. 

38-6 — Colonial  Brass . $23.40 

3  Light — Length  36  inches.  B592  9-inch 
clear  glass  urn  with  etched  lines. 
Clear  candelabra  lamps  included. 

38-7 — Rich  Gilt  (Arrow  in  ebony).  . .  .$20.00 

2  Light — Extends  3V2  inches.  Width 
8V4  inches.  Crystal  glass  ball  orna¬ 
ments. 

38-8 — Rich  Gilt  (Arrow  in  ebony).  .  .  .$50.00 

6  Light — Length  42  inches.  Width  19 
inches.  Crystal  glass  ornaments. 


Except  where  noted  sockets  are  medium 
base  and  lamps  not  included.  Brackets 
have  canopy  switch  in  back.  The  lamps 
pictured  are  8  C.P.  clear  candelabra  and 
may  be  used  with  a  reducer.  They  are 
available  at  an  additional  charge.  Glass 
ornaments  are  of  highest  quality  crystal 
glass. 
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38-9 — Colonial  Brass . $18.00 

Extends  5V4  inches.  Width  91/4  inches. 
Height  14  inches. 

33-10 — Colonial  Brass . $25.00 

3  Light — Length  36  inches.  Candelabra 
sockets  and  candles.  Lamps  included. 
B592  9-inch  clear  glass  urn  with  etched 
lines. 

38-11 — Colonial  Brass . $43.00 

5  Light — Length  42  inches.  Width  19 
inches. 

38-12 — Colonial  Brass . $13.00 

Extends  6  Vs  inches.  Height  14  inches. 
B588  shade. 

38-13 — Colonial  Brass . $11.80 

Extends  514  inches.  Height  14  inches. 
B588  shade. 

38-14 — Colonial  Brass . $23.00 

2  Light — Extends  6  inches.  Width  10 
inches.  Height  14  inches.  B588  shades. 

38-15 — Colonial  Brass . $55.50 

5  Light — Length  42  inches.  Width  19 
inches.  B588  shades. 


All  sockets  are  standard  or  medium  base 
except  No.  38-10.  Lamps  are  included  only 
where  mentioned.  Brackets  are  furnished 
with  canopy  switches.  B588  clear  glass 
shade  with  etched  line. 
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38-16 — Colonial  Brass . $5.80 

Extends  5V2  inches.  Width  3V2  inches. 
Height  9V2  inches.  Glass  bobache. 

38-17 — Colonial  Brass . $9.00 

Extends  5  inches.  Height  9  inches. 
B588  clear  glass  shade,  etched  lines. 

38-18 — Polished  Silver . $52.50 

5  Light — ^Length  42  inches.  Width  22 
inches.  Glass  trim  and  B588  shades. 

38-19 — Colonial  Brass . $11.25 

Extends  5  inches.  Width  10  inches. 
Height  10  inches.  Crystal  glass 
bobaches. 

38-20— Polished  Silver . $18.00 

Extends  4  inches.  Width  10  inches. 
Height  13  inches.  Crystal  glass  trim. 

38-21 — Colonial  Brass . $33.00 

5  Light — Length  42  inches.  Width  19 
inches.  Crystal  glass  body  and  trim. 

38-22 — Polished  Silver . $40.00 

5  Light — Length  42  inches.  Width  21 
inches.  Crystal  glass  trim. 


Lamps  are  not  included.  Sockets  are 
medium  base.  Brackets  have  canopy  switch 
in  back.  All  trim  is  of  best  quality  crystal 
glass. 
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38-23— Eggshell  White  and  Gold _ $17.60 

Extends  AVz  inches.  Width  9  inches. 
Crystal  glass  ornaments. 

38-24 — Eggshell  White  and  Gold . $6.00 

Extends  5  inches.  Back  AVi  inches. 

38-25 — Eggshell  White  and  Gold. ..  .$42.50 

5  Light — Length  42  inches.  Width  20 
inches.  Crystal  glass  ornaments. 

38-26 — Eggshell  White  and  Silver.  .  .$22.40 

Extends  5  inches.  Width  9%  inches. 
Crystal  glass  ornaments  and  bobaches. 

38-27 — Eggshell  White  and  Silver. ..  .$8.00 

Extends  AVi  inches.  Back  4V^  inches. 
Crystal  glass  ornaments. 

38-28 — Colonial  Brass . $15.00 

2  Light — ^Length  7  inches.  Diameter  at 
ceiling  9%  inches.  Frosted  and  clear 
glass. 

38-29 — Colonial  Brass . $20.00 

3  Light — Length  IOV2  inches.  Diameter 
at  ceiling  IOV2  inches.  B592  clear 
glass  urn  with  etched  lines.  Candlebra 
sockets  and  candles,  lamps  included. 

38-30 — Eggshell  White  and  Silver. .  .$42.00 

6  Light — Length  42  inches.  Width  21 
inches.  Crystal  glass  ornaments  and 
bobaches. 


Standard  or  medium  base  sockets  are  used 
except  where  otherwise  specified.  Brack¬ 
ets  have  canopy  switch  for  individual 
control.  Finishes  mentioned  have  been  se¬ 
lected  as  the  most  appropriate  for  the 
designs,  but  may  be  varied  where  de¬ 
sirable. 
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38-31— Colonial  Gold . $19.00 

Extends  AV2  inches.  Width  10  inches. 
Crystal  bead  ornaments.  B589  frosted 
and  clear  shades. 

38-32— Colonial  Gold . $7.00 

Extends  AV2  inches.  Back  414  inches. 

38-33— Colonial  Gold . $50.00 

5  Light — Length  42  inches.  Width  20 
inches.  Crystal  bead  ornaments.  B589 
shades. 

38-34— Silver  and  Gold . $25.00 

Extends  5  inches.  Width  91/2  inches. 
Crystal  glass  ornaments  and  bobaches. 

38-35 — Silver  and  Gold . $60.00 

6  Light — Length  42  inches.  Width  20 
inches.  Crystal  glass  ornaments  and 
bobaches. 

38-36 — Polished  Silver . $14.00 

Extends  5V2  inches.  Width  9  inches. 
Crystal  glass  ornaments. 

38-37 — Polished  Silver . $35.00 

5  Light — Length  42  inches.  Width  18 
inches.  Crystal  glass  body  and  orna¬ 
ments. 


Lamps  are  not  included.  Sockets  are 
medium  base.  Brackets  are  equipped  •with 
canopy  switches. 
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Chandelier  Mfg.  Co. 
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38-38 — Polished  Brass . $48.00 

5  Light — Length  42  inches.  Width  20 
inches.  Glass  rods  and  bottom  ball 
of  crystal  glass.  B260  Ivoglo  shades. 

38-39 — Polished  Brass . $11.50 

Extends  7  inches.  Height  1 1  %  inches. 
Back  4  inch  diameter.  B260  shade. 
Canopy  switch. 

38-40 — Polished  Brass . $48.00 

5  Light — Length  42  inches.  Width  20 
inches.  Glass  ball  in  stem.  B260 
shades. 

38-41 — Polished  Brass . $8.00 

Extends  6  inches.  Back  414  inches. 
B260  shade.  Canopy  switch. 

38-42 — Polished  Brass . $19.00 

3  Light.  Length  16  inches.  Width  14 
inches.  B260  shades. 

38-43 — Polished  Brass . $10.00 

Extends  6%  inches.  Back  5V2x3V2 
inches.  B260  shade.  Canopy  switch. 

38-44 — Polished  Brass . $44.00 

Background  of  body  is  Empire  Green. 

5  Light — Length  42  inches.  Width  23 
inches.  B260  shades. 

38-45 — Polished  Brass . $47.00 

5  Light — Length  42  inches.  Width  20 
inches.  B260  shades. 

38-46 — Polished  Brass . $7.50 

1  Light — Length  11%  inches.  Width  8 
inches.  B260  shade. 

Colonial  Gold  or  Old  Brass  finishes  at  no 
increase  in  price. 

A  quality  line  of  shaded  light.  Graceful  in 
form— sharp  in  detail — and  beautiful  in 
finish.  B260  Ivoglo  shades  give  a  soft 
restful  lighting  effect. 
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— BEARDSLEE— 

Chandelier  Mfg.  Co. 

CH ICAGO 

38-47 — Scoured  Iron  and  Polished 

Brass  . $25.00 

3  Light — Length  36  inches.  Width  14 
inches.  B590  roughed  and  clear  shades. 

38-48 — Scoured  Iron  and  Polished 

Brass  . $10.30 

3  Light — Length  8V2  inches.  Diameter 
at  ceiling  8  inches. 

38-49 — Scoured  Iron  and  Polished 

Brass  . $33.00 

5  Light — Length  42  inches.  Width  20 
inches.  B590  roughed  and  clear  shades. 

38-50 — Colonial  Brass . $9.75 

Extends  6V2  inches.  Back  414  inches. 
B56  clear  cut  shade.  Pull  chain  socket. 

38-51 — Colonial  Brass . $16.00 

2  Light — Extends  5V2  inches.  Width 
IIV2  inches.  Back  4V4  inches.  B56 
clear  cut  shades.  Pull  chain  socket. 

38-52 — Colonial  Brass . $11.00 

Length  13  inches.  Width  8V4  inche.s. 
B56  clear  cut  shade. 

38-53 — Colonial  Brass . $40.00 

5  Light — Length  42  inches.  Width  19 
inches.  Oval  tube  arms.  B56  clear  cut 
shades. 

38-54 — Colonial  Brass . $6.00 

Length  6%  inches.  Diameter  at  ceiling 
7  inches.  4x8  inch  roughed  and  cut 
globe. 

38-55 — Colonial  Brass . $13.00 

Length  24  inches.  Width  8V4  inches. 
B56  clear  cut  shade. 

38-56 — Colonial  Brass . $30.50 

3  Light — Length  36  inches.  7x9  inch 
clear  polished  and  cut  cylinder. 

38-57 — Same  as  above . $24.80 

Cylinder  clear  without  cutting. 
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38-58 — Bone  White  and  Gold . $13.50 

2  Light — Length  IVi  inches.  Width  15 
inches.  12-inch  white  satin  bowl.  Star 
ornaments,  arrow,  and  edge  of  ceiling 
plate  are  gold  finish. 

38-59 — Bone  White  and  Gold . $4.00 

Width  5%  inches. 

38-60 — Bone  White  and  Gold . $25.00 

Length  36  inches.  Metal  shade  121/2 
inches.  B591  frosted  shade. 

38-61 — Colonial  Brass  and  Pewter.  .. $20.00 

1  Light — ^Length  36  inches.  15-inch 
diameter  metal  shade  is  pewter  finish. 
Radiant  glass  reflector  diffuses  light 
and  also  directs  light  to  ceiling.  Ac¬ 
commodates  from  40  to  100  watt  lamp. 

38-62 — Colonial  Brass . $8.70 

3  Light — Length  141/2  inches.  Width  9 
inches.  Crystal  glass  in  stem.  Medium 
sockets. 

38-63-— Colonial  Brass . $6.50 

Length  1 1  l/z  inches.  Fresnel  globe. 

38-64 — Colonial  Brass,  Scoured  Iron 

and  Pewter . $47.50 

1  Light — Length  42  inches.  Metal  shade 
171/2  inches  diameter  is  pewter  finish. 
Font  is  colonial  brass  and  balance 
scoured  iron.  Crystal  roughed  chimney. 
Use  60  to  150  watt  lamp. 
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Chandelier  Mfg.  Co. 

CH ICAGO 

38-65 — Scoured  Iron  and  Polished 

Brass  . $11.50 

Extends  51/2  inches.  Width  11  inches. 
Back  4  Vi  X  8  inches. 

38-66 — Scoured  Iron  and  Polished 

Brass  . $18.00 

1  Light — Length  36  inches.  1 1  V2  inch 
metal  shade  is  pewter  finish. 

38-67 — Scoured  Iron  and  Polished 

Brass  . $7.50 

Extends  5%  inches.  Back  4'/4x8V'2 
inches. 

38-68 — Scoured  Iron  and  Polished 

Brass  . $28.00 

5  Light — Length  42  inches.  Width  19 
inches. 

38-69 — Scoured  Iron  and  Polished 

Brass  . $11.00 

Extends  4V2  inches.  Width  11  inches. 
Back  5^4x9  inches. 

38-70 — Scoured  Iron  and  Polished 

Brass  . $9.20 

Extends  5%  inches.  Height  7%  inches. 
Back  414x6%  inches. 

38-71 — Scoured  Iron  and  Polished 

Brass  . $6.20 

Extends  5%  inches.  Back  414x814 
inches. 

38-72 — Scoured  Iron  and  Polished 

Brass  . $9.00 

Length  13  inches.  Width  5%  inches. 

38-73 — Scoured  Iron  and  Polished 

Brass  . $21.00 

3  Light — Length  36  inches.  12-inch 
metal  shade  (pierced  with  stars)  finished 
pewter. 

38-74 — Scoured  Iron  and  Polished 

Brass  . $35.00 

5  Light — Length  42  inches.  Width 
1914  inches. 

38-75 — Scoured  Iron  and  Polished 

Brass  . $21.40 

4  Light — Length  42  inches.  Width  19 
inches. 

Finish  is  a  combination  of  scoured  iron  and 
polished  brass.  Ceiling  lights  have  keyless 
sockets.  Brackets  are  arranged  for  in¬ 
dividual  control  by  pull  chain  or  canopy 
switch.  B590  shades  of  frosted  and  clear 
glass  are  included  where  shown.  B590 
shade  will  permit  use  of  lamp  as  large  as 
60  watt. 
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38-76 — Scoured  Iron  and  Polished 

Brass  . $20.00 

1  Light — Length  36  inches.  12-inch 
metal  shade  Pewter  finish.  Font  is 
polished  brass  and  balance  scoured 
iron.  Clear  glass  chimney  No.  21. 

38-77 — Flemish  Brass . $13.00 

1  Light — IV2  inch  metal  shade  Pewter 
finish.  Extends  8V2  inches.  Back  5-inch 
diameter.  Clear  glass  chimney  No.  21. 

38-78 — Flemish  Brass . $50.00 

4  Light — Length  42  inches.  Width  21 
inches.  7  ¥2  inch  metal  shade  Pewter 
finish.  Clear  glass  chimney  No.  21. 


38-79  - -3  Light — Same  as  above . $42.00 

38-80-  2  Light— Same  as  above . $34.00 

38-81 — Scoured  Iron  and  Polished 

Brass  . $12.50 

1  Light — Length  36  inches.  Width  5  *72 


inches.  Clear  glass  chimney  No.  19. 

38-82 — Scoured  Iron  and  Polished 

Brass  . $36.00 

5  Light — Length  42  inches.  Width  20 
inches.  5V2  inch  metal  shades  Pewter 
finish.  No.  20  clear  chimneys. 


38-83 — 4  Light — Same  as  above . $31.00 

38-84 — Scoured  Iron  and  Polished 

Brass  . $40.00 


5  Light — Length  42  inches.  Width  20 
inches.  5V2  inch  metal  shades  Pewter 
finish.  No.  20  clear  chimneys. 

38-85 — Scoured  Iron  and  Polished 

Brass  . $11.00 

1  Light — Extends  7  inches.  Back  4  Vi 
inches  wide.  5  Vi  inch  metal  shade 
Pewter  finish.  No.  20  clear  chimney. 

Glass  chimneys  will  be  furnished  of  clear 
glass  unless  specified  otherwise.  They  are 
available  half-frosted  or  fully  frosted. 
Sockets  are  standard  medium  base. 
Brackets  have  canopy  switches. 
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38-86  —Colonial  Brass . $46.00 

3  Light — Length  36  inches.  Width  8V2 
inches.  Beveled  plate  glass  panels. 
Candelabra  lamps  included. 

38-87 — Colonial  Brass . $15.00 

Length  15  inches.  Width  7  inches. 
Clear  glass  leaded  lantern. 

38-88 — Colonial  Brass . $49.00 

3  Light — Length  36  inches.  Width  IOV2 
inches.  Beveled  plate  glass  panels. 
Medium  sockets. 

38-89 — Colonial  Brass . $34.00 

5  Light — Length  42  inches.  Width  IBl'i 
inches.  Medium  sockets. 

38-90 — Colonial  Brass . $14.00 

2  Light — Extends  6  inches.  Width  9% 
inches.  Height  11  inches.  Pull  chain 
sockets. 

38-91 — Colonial  Brass . $20.00 

2  Light — Extends  6V2  inches.  Width  10 
inches.  Height  1 1  inches.  Pull  chain 
sockets. 

38-92 — Colonial  Brass . $70.00 

9  Light — Length  42  inches.  Width  21 
inches. 

38-93 — Same  as  above  one  tier . $56.00 

6  Light — Length  42  inches.  Width  21 
inches. 


Lamps  are  included  only  on  38-86.  All  other 
sockets  are  medium  base.  Arms  are  of 
oval  tube.  Flemish  Brass  or  Colonial  Gold 
can  be  furnished  for  the  same  price. 


PAGE  22 


38-91 


38-89 


38-92 


38-90 


38-93 


1 

r  ■ 

^  i 

PAGE  23 


—  BEARDSLEE  — 
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38-94 — Colonial  Brass . $21.00 

3  Light — Extends  6V2  inches.  Width 
9%  inches.  Height  11  inches.  Interme¬ 
diate  base  sockets  and  candles.  Can¬ 
opy  switch. 


38-95 — 2  Light,  same  as  above . $17.00 

38-96 — Colonial  Brass . $10.30 

Length  9  inches.  314x7  inch  frosted 
and  clear  squat  globe. 

38-97— Colonial  Brass . $17.75 

Length  36  inches.  With  7x9  inch  clear 
glass  cylinder. 

38-98 — Colonial  Brass . $60.00 

9  Light — Length  42  inches.  Width  18 

inches.  Intermediate  base  sockets  and 
candles. 

38-99 — Colonial  Brass . $30.00 

5  Light — Length  16  inches.  Width  21 
inches.  B590  shades. 

38-100 — Colonial  Brass . $11.40 

1  Light — Extends  6  inches.  Height  91/2 
inches.  B590  shade.  Canopy  switch. 

38-101 — Colonial  Brass . $16.40 

2  Light-  -Extends  51/2  inches.  Width 
1014  inches.  B590  shades.  Canopy 
switch. 

38-102 — Colonial  Brass . $31.30 

5  Light — Length  42  inches.  Width  21 
inches.  B590  shades. 

38-103 — Colonial  Brass . $20.00 

3  Light — Length  36  inches.  Width  15 
inches.  B590  shades. 


4" 


Flemish  Brass  or  Old  Brass  finish  may  be 
had  at  the  same  price.  Pewter  or  Silver  at 
additional  cost.  B590  shade  is  frosted  and 
clear  glass  and  will  take  regular  lamp  as 
large  as  60  watt. 
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38-106 


— BEARDSLEE— 

Chandelier  Mfg.  Co. 

C  H I CAGO 


38-104— Rich  Gilt . $16.80 

1  Light — Extends  6  inches.  Back  4% 
inches  wide.  Height  IOV2  inches.  B589 
shade.  (Arrow  finished  ebony.) 

38-105— Rich  Gilt . $23.60 

2  Light — Extends  5  inches.  Width  10 
inches.  (Arrow  finished  ebony.)  B589 
shades. 

38-106— Rich  Gilt . $60.00 

6  Light — Length  42  inches.  Width  21 
inches.  Crystal  glass  ornaments.  B589 
shades.  (Arrow  finished  ebony.) 

38-107 — Colonial  Brass . $63.00 

5  Light — Length  42  inches.  Width  21 
inches.  3  inch  Colonial  prisms.  B56 
clear  and  cut  shades. 

38-108— -Colonial  Brass . $39.00 

5  Light — Length  42  inches.  Width  21 
inches.  3  inch  Colonial  prisms.  B590 
shades. 

B589  and  B590  shades  are  frosted  and  clear 
glass.  Brackets  have  canopy  switch  in  back. 


PAGE  26 


38-107 


39-108 


PAGE  27 


38-109 


38-111 
PAGE  28 


j 


38-110 


38-112 


— BEARDSLEE— 

Chandelier  Mfg.  Co. 

CH ICAGO 


38-109 — English  Brass . $26.00 

Length  36  inches.  Width  8  inches.  4x10 
inch  cylinder. 

38-1 10- -English  Brass . $22.00 

Length  12  inches.  Width  1 1 V2  inches. 
4x10  inch  cylinder. 

38-1 1 1— English  Brass . $10.00 

Extends  4*^2  inches.  Length  161/2  inches. 
Back  31/2x61/2  inches.  3x7  inch  cylinder. 
Pull  chain  socket. 

38-112 — English  Brass . $54.00 

5  Light — Length  42  inches.  Width  16 
inches.  3x7  inch  cylinders. 

38-113 — Bronze — natural  finish . $14.20 

For  outdoor  use.  Weatherproof  keyless 
socket.  Extends  51/2  inches.  4x6  V2  inch 
cylinder. 

38-114 — Bronze — natural  finish . $14.00 

For  outdoor  use.  Weatherproof  keyless 
socket.  Length  16  inches.  4x6  V2  inch 
cylinder. 

38-115 — English  Brass . $55.00 

4  Light — Length  18  inches.  16  inch 
glass. 


38-116 — English  Brass . $4.00 

Diameter  at  ceiling  SVz  inches. 

38-117 — English  Brass . $47.20 


5  Light — Length  42  inches.  Width  16 
inches.  3x4 '/2  inch  cylinders. 

38-118 — English  Brass . $43.20 

5  Light — Length  14  inches.  Width  15 
inches.  3x4^2  inch  cylinders. 

Standard  finish  is  English  Brass — a  natural 
brass  color  with  antique  shading  carefully 
lacquered.  All  ornamental  work  is  of  cast 
brass  from  hand  hammered  patterns. 

The  glass  froslell  antique  is  of  a  sepia  tone; 
an  antique  effect  with  iriegular  surface 
slightly  iridescent  blending  perfectly  with 
the  finish  and  detail  of  the  fixtures. 
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38-122 


38-123 


—  BEARDSLEE  — 

Chandelier  Mfg.  Co. 

C  H I CAGO 


38-119  English  Brass . $9.00 

Extends  5  inches.  Back  5  inches.  3x41/2 
inch  cylinder.  Canopy  switch. 

38-120  -English  Brass . $9.00 

Extends  5  inches.  Back  5  inches.  3x4  */2 
inch  cylinder.  Canopy  switch. 

38-121-  English  Brass . $14.00 

Length  121/2  inches.  3x414  inch  cylin¬ 
der. 

38-122  -English  Brass . $22.00 

3  Light — Length  7  inches.  Diameter 
15%  inches.  14  inch  glass. 

38-123-  English  Brass . $42.00 

3  Light — Length  814  inches.  Diameter 
16V'2  inches.  14  inch  glass. 

38-124 — English  Brass . $55.00 

5  Light — Length  12  inches.  Width  16 
inches. 

38-125 — English  Brass . $55.00 

5  Light — Length  42  inches.  Width  21 
inches. 

38-126 — English  Brass . $11.00 

1  Light — Extends  6  inches.  Pull  socket. 

38-127 — English  Brass . $16.00 

2  Light.  Extends  5  inches.  Width  11 
inches.  Height  1 1 14  inches.  Pull  sockets. 


English  Brass  finish  is  regularly  furnished. 
Glass  on  page  30  is  frostell  antique.  Dealers 
are  urged  to  show  a  sample  because  no 
picture  can  show  the  real  beauty  of  this 
line.  Also  see  pages  28  and  29. 
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38429 


— BEARDSLEE— 

Chandelier  Mfg.  Co. 

CH ICAGO 


38-128— Silver  Finish . SIOO.OO 

4  Light — Length  40  inches.  Width  16 '/2 
inches.  Colonial  prisms,  cut  glass 
drapes  and  ornaments. 

38-129— Silver  Finish . $45.00 

3  Light — Length  9  inches.  Diameter  at 
ceiling  16  inches.  Cut  bead  basket  with 
crystal  glass  trim. 

38-130 — Colonial  Brass . $8.85 

Extends  7  inches.  Back  4'/2x6  inches. 
Pull  socket. 


38-130  Vi — Silver  Finish . $10.15 

38-131 — Silver  Finish . $68.00 


4  Light — Length  18  inches.  Diameter  at 
ceiling  16  V2  inches.  Colonial  prisms, 
cut  glass  drapes  and  ornaments. 


38-132 — Colonial  Brass . $7.50 

Length  12  inches.  Colonial  prisms. 

38-1 32  »/2— Silver  Finish . $8.40 

38-133 — Silver  Finish . $22.00 

1  Light — Length  13  inches.  Diameter  at 
ceiling  10  inches.  Colonial  prisms  and 
glass  ball. 

38-134 — Silver  Finish . $14.70 


1  Light — Length  7V2  inches.  Diameter 
at  ceiling  10  inches.  Colonial  prisms. 

38-135 — Colonial  Brass . $57.00 

5  Light — Length  \6V2  inches.  Width  17 
inches.  Diameter  at  ceiling  QV2  inches. 
Colonial  prisms  and  cut  glass  ball  or¬ 
nament. 

38-1 35 1/2 — Silver  Finish . $64.00 

The  charm  of  crystal  fixtures  depends  on 
the  quality  and  brilliance  of  the  crystals. 
First  quality  only  is  the  rule  on  Beardslee 
fixtures. 
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— BEARDSLEE— 

Chandelier  Mfg.  Co. 

CH ICAGO 


38-136  (page  34) — Silver  Finish.  ..  .$125.00 

5  Light — Length  42  inches.  V/idth  22 
inches. 

38-137  (page  35,  upper  left) — Silver 

Finish  . $100.00 

5  Light — Length  42  inches.  Width  19 
inches. 

38-138  (page  35,  lower  right) — Silver 

Finish  . $110.00 

5  Light — Length  42  inches.  Width  22 
inches. 

The  metal  parts  are  finished  polished  silver 
and  carefully  lacguered.  Crystals  are  hand 
cut  and  wood  polished. 


PAGE  34 


li. 


PAGE  35 


—  BEARDSLEE  — 

Chandelier  Mfg.  Co. 

CH ICAGO 


38-139  ^Rich  Gilt . $3.80 

1  Light — 11  inch  Ivory  glass. 

38-140  Rich  Gilt . $4.80 


1  Light-  -11  inch  Ivory  glass. 


38-141  -Rich  Gilt . $9.00 

1  Light — 12  inch  frosted  crystal  glass 
plate.  Crystal  glass  stars  cover  open¬ 
ings  in  metal  bowl. 


38-141 


38-140 


38-142  -Rich  Gilt . 

1  Light — 9  inch  Ivory  glass. 


$3.80 


38-143— Rich  Gilt . $9.50 

1  Light — glass  bottom  cream  color.  Out¬ 
side  of  metal  bowl  also  finished  cream. 


38-144— Colonial  Brass . $17.00 

2  Light — Length  1314  inches.  12  inch 
frosted  and  clear  glass  with  glass  ball 
ornaments. 


38-145 — Colonial  Brass . $12.50 

2  Light — Length  7  inches.  12  inch 
frosted  and  clear  bowl. 


38-146 — Colonial  Brass . $17.50 

3  Light — Length  7  inches.  14  inch 
frosted  and  clear  bowl. 


38-147  Colonial  Brass . $33.00 

5  Light — ^Length  42  inches.  Width  20 
inches.  Crystal  glass  body  and  prisms. 
B589  frosted  and  clear  shades. 
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38-143 


The  ceiling  lights  on  page  36  will  take  60 
to  100  watt  lamps. 
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Chandelier  Mfg.  Co. 
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38-148  -  Antique  White  and  Gold. .  .  .$17.50 

2  Light — Length  36  inches.  Width  12 
inches.  Crystal  glass  ornaments. 

38-149 — Antique  White  and  Gold.  .  .  .$14.00 

1  Light — Extends  4  inches.  Width  9 
inches.  Crystal  glass  ornaments.  Key 
socket. 

38-150  Antique  White  and  Gold ....  $30.00 

4  Light — Length  36  inches.  Width  16 
inches.  Crystal  glass  ornaments. 

38-151 — Antique  White  and  Gold.  .  .  .$24.00 

2  Light — Length  14  inches.  Width  121/2 
inches.  Bead  chain  ornaments. 

38-152 — Antique  White  and  Gold.  .  .  .$12.00 

2  Light — Length  10 ^2  inches.  Width 
8 Vi  inches.  Crystal  glass  ornaments. 

38-153 — Antique  White  and  Gold.  .  .  .$22.00 

2  Light — Length  141/2  inches.  Width  12 
inches.  Crystal  glass  prisms. 

The  numbers  listed  above  are  for  indirect 
lighting.  The  bowls  are  brass  with  interior 
finished  for  reflecting  the  light  upward. 


38-154  Colonial  Gold . $21.00 

1  Light — Length  10  inches.  Width  IIV2 
inches.  8  inch  squat  ball  crystal 
roughed  outside  glass. 


38-155  -Colonial  Gold . $22.00  ^ 

2  Light — Length  12  inches.  Width  III/2  i 

inches.  10  inch  Aureola  lustre  glass.  .7 

j 

38-156— Colonial  Gold . $25.00 


2  Light.  Length  14  inches.  Width  15V2 
inches.  10  inch  Aureola  lustre  glass. 
Crystal  glass  balls. 
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38  157 


38-162 


38-163 
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38-157-  Flemiali  Bidss . $9.25 

3  Light-  -  Length  bV-z  inches.  Width  12 
inches.  Antique  Ivory  finish  optional. 

33-158 — Flemish  Brass . $15.25 

3  Light — Length  6V2  inches.  Width  12 
inches. 

38-159 — Antique  White  and  Gold . $8.40 

3  Light — Length  5 '/a  inches.  Width  10 
inches. 

38-160 — Antique  White  and  Gold . $8.40 

3  Light — Length  5'/2  inches.  Width  10 
inches. 


38-161 — Colonial  Brass . $8.90 

3  Light — Length  7  Vi  inches.  Width  10 
inches. 


38-162 — Colonial  Brass . $7.00 

2  Light — Length  3%  inches.  10  inch 
pressed  crystal  bowl,  satin  finish. 

38-163 — Colonial  Brass . $12.00 

Length  5  inches.  Width  14  inches.  10 
inch  bowl.  Incised  lines  on  spinning 


add  to  its  smart  appearance. 

Lights  Glass  Length  Price 

38-164 _  2  12"  41/2"  $10.50 

38-165 _  3  14"  5"  13.00 

38-166 _  3  16"  51/4"  16.50 

Standard  finish — Colonial  Brass.  Polished 
Chromium  is  optional.  Glass  is  light  density 
opal. 

38-167— Colonial  Gold . $28.00 


5  Light — Length  6  inches.  Width  16 
inches.  Cut  glass  drapes  and  orna¬ 
ments. 


38-168— Colonial  Gold . $10.00 

2  Light — Length  6  inches.  8  inch  frosted 
and  clear  bowl.  Glass  bottom  ball. 

38-169— Colonial  Gold . $27.00 

3  Light — Length  AV2  inches.  14  inch 
white  glass  bowl. 

38-170 — Colonial  Brass . $29.20 

4  Light- — Length  8  inches.  Width  14 
inches.  12  inch  frosted  and  clear  glass. 

38-171 — Colonial  Gold . $29.00 

2  Light — -Length  5  inches.  12  inch 
white  glass  bowl. 

38-172 — Colonial  Brass . $18.00 

2  Light — Length  71/2  inches.  Width 
141/4  inches.  12  inch  roughed  and  cut 
bowl. 

38-173 — Colonial  Brass . $23.50 

3  Light — Length  9  inches.  Width  18 
inches.  14  inch  roughed  and  cut  bowl. 

38-174 — Colonial  Brass . $13.50 

2  Light — Diameter  at  ceiling  141/4 
inches.  12  inch  white  glass  bowl. 
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— BEARDSLEE— 

Chandelier  Mfg.  Co. 

CH ICAGO 


38-175 — Polished  Brass . $13.75 

Extends  8  inches.  Height  13  V2  inches. 
Fresnel  globe. 

38-176 — Polished  Brass . $17.25 

Extends  9V2  inches.  Height  I6V2  inches. 
Fresnel  globe. 

38-177  —Bronze,  Natural  Finish . $15.50 

Length  13  inches.  Clear  Amber  glass 
globe. 

38-178 — Bronze,  Natural  Finish . $19.50 

Extends  8  inches.  Height  18  inches. 
Clear  Amber  glass  globe. 

38-179 — Bronze,  Natural  Finish . $20.00 

Extends  9  inches.  Height  17  inches. 
Clear  glass  leaded  lantern. 

38-180 — Bronze,  Natural  Finish . $13.50 

Length  15  inches.  Clear  glass  leaded 
lantern. 

38-181 — Bronze,  Natural  Finish . $27.50 

Extends  8V2  inches.  Height  18  inches. 
Back  4V2  inches  square.  Clear  glass 
panels. 

38-182-- Bronze,  Natural  Finish . $29.00 

Extends  10  inches.  Height  12  V2  inches. 
Clear  glass  panels. 

38-183-  -Bronze,  Natural  Finish . $23.00 

Length  12  inches.  Clear  glass  panels. 

38-184 — Bronze,  Natural  Finish . $31.00 

Extends  IOV2  inches.  Height  I8V2 
inches.  Clear  glass  panels. 


All  numbers  listed  bronze  are  entirely  of 
bronze  metal  made  to  stand  the  rigors  of 
outdoor  use.  They  are  wired  with  weather¬ 
proof  sockets.  May  be  finished  in  black  at 
no  additional  cost. 
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38-185  -Bronze,  Natural  Finish . $12.40 

Length  14  inches.  4x6  hz  inch  opal  glass 
cylinder. 

38-186 — Bronze,  Natural  Finish . $16.00 

Extends  8  inches.  Height  15  inches. 
Back  4V2  inches  square.  4x6  V2  inch 
opal  glass  cylinder. 

38-187 — Bronze,  Natural  Finish . $20.00 

Length  17%  inches.  6x7  inch  opal  glass 
cylinder. 

38-188 — Bronze,  Natural  Finish . $24.00 

Extends  10  inches.  Height  19  inches. 
Back  41/2  inches  square.  6x7  inch  opal 
glass  cylinder. 

38-189 — Bronze,  Natural  Finish . $12.00 

Extends  8  inches.  Height  8%  inches. 
4x6  V2  inch  opal  glass  cylinder. 

38-190 — Bronze,  Natural  Finish . $15.00 

Extends  7V2  inches.  Height  14  inches. 
Back  4%x6%  inches.  Clear  glass  globe. 

38-191 — Bronze,  Natural  Finish . $11.00 

Length  12  inches.  4x6 '/z  inch  opal  glass 
cylinder. 

38-192-  -Bronze,  Natural  Finish . $10.00 

Length  13  inches.  Clear  glass  globe. 

38-193 — Bronze,  Natural  Finish . $13.00 

Length  5  inches.  Hexagon  width  cor¬ 
ner  to  corner  10  Vi  inches.  Crystal  ham¬ 
mered  glass.  Hinged  bottom. 

38-194 — Bronze,  Natural  Finish . $2.80 

Diameter  at  ceiling  6  inches.  6  inch 
opal  glass  ball. 

38-195 — Bronze,  Natural  Finish . $3.70 

Diameter  at  ceiling  7  inches.  8  inch 
opal  glass  ball. 

38-196 — Bronze,  Natural  Finish . $9.70 

Length  5  inches.  9  inch  square  crystal 
hammered  glass.  Hinged  bottom. 

38-197 — Bronze,  Natural  Finish . $7.50 

Length  13  inches.  Perforated  Bronze 
Lantern  4V2  inch  diameter.  No  glass. 

38-198 — Bronze,  Natural  Finish . $8.50 

Extends  7  inches.  Perforated  Bronze 
Lantern  4V2  inch  diameter.  No  glass. 

38-199 — Bronze,  Natural  Finish . $13.50 

Extends  3  Vi  inches.  Height  10  inches. 
Width  6  inches.  Crystal  hammered 
glass  panels. 

38-200 — Bronze,  Natural  Finish . $4.80 

Extends  8  inches.  6x3  Vi  inch  opal  glass 
ball. 

Beardslee  outdoor  fixtures  are  of  bronze 

metal  made  to  stand  up  under  all  weather 

conditions.  Standard  finish  is  Natural 

Bronze. 
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38-201 — Flemish  Brass . $9.25 

1  Light — Extends  4  inches.  Back 

3%xll  inches.  Pull  socket. 

38-202 — Flemish  Brass . $8.25 

1  Light — Extends  3V2  inches.  Back 
3%xll  inches.  Pull  socket.  Mirror 
in  back. 

38-203 — Flemish  Brass . $13.50 

2  Light — Extends  4V2  inches.  Width 
9  inches.  Height  13  inches.  Back 
3%xll  inches.  Pull  sockets.  Mirror  in 


back. 

38-204 — Flemish  Brass . $4.80 

1  Light — Extends  6%  inches.  Back 
4V2x6  inches.  Pull  socket. 

38-205 — Flemish  Brass . $6.65 

1  Light — Extends  5  inches.  Back  4  Vi 
inches.  Pull  socket. 

38-206 — Flemish  Brass . $9.60 

2  Light — Extends  4Vz  inches.  Width 
10  inches.  Pull  sockets. 

38-207 — Flemish  Brass . $6.60 

1  Light — Extends  3  inches.  Back 

41''2x11V2  inches.  Pull  socket. 

38-208- -Flem.ish  Brass . $6.00 

1  Light — Extends  3  inches.  Back 
5'/2x9  inches.  Pull  socket. 

38-209 — Flemish  Brass . $12.00 

2  Light — Extends  2Vi  inches.  Width 

7  inches.  Back  4V2XIIV2  inches.  Pull 
sockets. 

38-210 — Colonial  Brass . $8.00 

1  Light — Extends  4V2  inches.  Back 
51/2x9  inches.  Glass  ornament.  Pull 
socket. 

38-211 — Flemish  Brass . $11.80 

2  Light — Extends  31/2  inches.  Width  7 
inches.  Back  51/2x9  inches.  Pull 
sockets. 

38-212 — Colonial  Brass . $9.60 

2  Light — Extends  21/2  inches.  Back  5 
inches  diameter.  Canopy  switch. 

38-213 — Colonial  Brass . $5.00 

1  Light — Extends  4%  inches.  Back 
31/4x7  inch.  Pull  socket. 

38-214 — Pewter  finish . $9.00 

1  Light — Extends  4^8  inches.  Concave 
reflector  plate  hammered  effect  61/2x7 
inches.  Pull  socket. 

38-215 — Colonial  Brass . $10.00 

2  Light — Extends  3V2  inches.  Width 

8  inches.  Back  3'/4x7  inches.  Pull 
sockets. 

38-216 — Colonial  Brass . $8.90 

1  Light — -Extends  6I/2  inches.  Back 
51/2x9  inches.  Pull  socket. 

The  standard  finishes  specified  are  shipped 
promptly.  Other  finishes  to  order.  Colonial 


Brass,  Colonial  Gold  or  Flemish  Brass  are 
the  same  price. 
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38-217  Moderne  Gold . $6.00 

1  Light — Extends  5  inches.  Cast  Alum¬ 
inum.  Back  6%xl2%  inches.  Pull 
socket.  Glass  included.  G60  glass 
shield  is  one  piece  Ivory  tint  back 
ground  with  tan  and  brown  decoration. 
Price  $2.00. 

38-218--01d  Pewter . $4.70 

1  Light — Extends  5  inches.  Cast  Alum¬ 
inum.  Back  5%x131/2  inches.  Turn 
knob  socket.  Glass  included.  Old 
Bronze  finish  is  optional.  G80  glass 
shield  delicate  amber  color.  Price  $1.00. 

38-219 — French  Gold  and  Color . $5.40 

1  Light — Extends  514  inches.  Back 
6x11  inches.  With  switch.  Glass  in¬ 
cluded.  G40  glass  shield  Ivory  color 
with  buff  rays.  Price  $2.00. 

38-220 — Scoured  Iron  and  Polished 

Brass  . $7,50 

1  Light — Extends  514  inches.  Back 
41/2x1  IV2  inches.  With  switch.  Glass 
included.  GOO  glass  shield  Ivory  back¬ 
ground,  tan  decoration.  Price  $3.00. 

38-221  —Moderne  Gold . $5.10 

1  Light — Extends  51/2  inches.  Cast 
Aluminum.  Back  7x12  inches.  With 
switch.  Glass  included.  G30B  glass 
shield.  Transluent  white  glass  with 
buff  rays.  Price  $2.00. 

38-222 — Polished  Chromium . $9.00 

1  Light.  Back  414x91/2  inches.  Pull 

socket. 

38-223 — Polished  Chromium . $10.00 

1  Light — ^Extends  5  inches.  Back 
5%x5%  inches.  Canopy  switch. 

38-224 — Polished  Chromium . $9.00 

1  Light.  Back  5x9  inches.  Pull  socket. 

38-225 — Polished  Chromium . $9.00 

1  Light.  Back  614x10  inches.  Pull 

socket. 

38-226 — Polished  Chromium . $7.00 

1  Light.  Back  414x1114  inches.  Opal 
Cylinder  2x6%  inches.  Turn  Switch. 

38-227 — Polished  Chromium . $9.00 

1  Light.  Back  614x914  inches.  Pull 

socket. 

The  numbers  on  page  49  are  of  cast  bronze 
from  models  of  simple  chaste  design  sharp 
in  detail.  Shields  are  white  transluent  glass 
of  good  diffusing  quality.  The  Chromium 
finish  is  bright  Chromium  with  the  low 
portions  dull  Chromium  making  a  two-tone 
effect.  These  low  portions  may  be  inlaid 
with  black  when  desired. 
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38-228  -Chromium . $12.00 

1  Light— Extends  4V2  inches.  Back 
3*/4x10  inches.  Opal  cylinder  3x8 
inches-  -with  switch. 

38-229 — Chromium . $8.00 

1  Light — Extends  3  Vi  inches.  Diamond 
Shape  back  31/2x8  inches.  Opal  cyl¬ 
inder  2x6%  inches — with  switch. 

38-230 — Chromium  . $5.90 

1  Light — Extends  3%  inches.  Back  4V2 
inches.  Opal  cylinder  2x6%  inches — 
with  switch. 

38-231 — Chromium  . $13.00 

1  Light — Extends  3%  inches.  Back 
2V2x14%  inches.  Opal  cylinder  2x13 
inches — with  switch. 

38-232 — Chromium  . $11.00 

1  Light — Extends  3%  inches.  Back 
2%x8%  inches.  Opal  cylinder  2x7 
inches — with  switch. 

38-233 — Chromium  . $12.00 

1  Light — Extends  AV2  inches.  Back 
3x10  inches.  Opal  cylinder  3x8  inches 
— with  switch. 

38-234 — Chromium  . $6.00 

8  inch  beveled  plate  mirror. 

38-235 — Chromium  . $8.00 

9V2  inch  star  beveled  plate  mirror. 

38-236 — Chromium  . $8.00 

8  inch  scalloped  edge  plate  mirror. 

38-237 — Colonial  Brass . $6.00 

Diameter  at  ceiling  7  inches. 

38-238 — Brush  Silver . $14.50 

3  Light — 12  inch  scalloped  edge  plate 
mirror. 

38-239 — Chromium  . $3.00 

Diameter  at  ceiling  4%  inches. 

38-240 — Colonial  Brass . $1.70 

Diameter  5  inches. 

38-241 — Colonial  Brass . $2.65 

Diameter  QV2  inches. 

38-242 — Chromium  . $1.50 

Diameter  5  inches. 

38-243 — Chromium  . $6.00 

Extends  5  inches.  Back  4%  inches 
— with  switch.  B834  opal  shade. 

38-244 — Chromium  . $2.45 

Diameter  at  ceiling  4%  inches.  Key¬ 
less  socket.  B902  6"  opal  glass.  Add 
50c  for  pull  socket. 

38-245 — Chromium  . $4.00 

Extends  4  inches.  Back  5%x3%  inches 
— with  switch.  B279  opal  glass. 

38-246 — Chromium  . $4.75 

Extends  4  inches.  Back  5y8x3%  inches 
— with  convenience  outlet.  B279  opal 
glass. 

38-247 — Chromium  . $3.90 

Extends  8V2  inches.  Back  4V4x6  inches. 
B42  opal  shade — with  convenience  out¬ 
let  and  pull  socket. 

38-248 — Chromium  . $8.90 

Extends  5%  inches.  Back  4%  inches 
— with  switch.  B2354  oval  shape  white 
glass. 

38-249 — Chromium  . $2.55 

Extends  8V2  inches.  Back  4  Vi  inches. 
Pull  socket.  B42  opal  shade. 
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38-250 — Chromium  . $10.00 

Back  41'4x14*/4  inches. 

38-251 — Chromium  . $10.00 

2  Light — Back  41'4xl4V2  inches. 

38-252 — Chromium  . $4.00 

Back  3 14x13  h2  inches. 

38-253 — Chromium  . $5.00  ' 

Back  2V2x13V2  inches. 

38-254 — Chromium  . $3.00 

Back  2V2x13V2  inches. 

38-255 — Chromium  . $12.00 


Back  2'/2xl3y2  inches.  Metal  shield 
over  lamp. 

Items  on  page  52  are  made  for  the  Lumi- 
line  40  watt  Lamp.  Lamps  are  not  included. 
Switches  are  furnished. 


38-256 — Chromium  . $2.10 

Length  7%  inches.  B277  opal  shade, 
keyless  socket.  Add  50c  for  pull  socket. 

38-257 — Chromium  . $4.40  * 

Length  8V2  inches.  8  inch  globe. 

38-258— Chromium  . $5.10 

Length  8%  inches.  7  inch  square 
cube.  * 

38-259 — Chromium  . $2.90 

Length  8  inches.  B278  opal  globe.  Add 
50c  for  pull  socket. 

38-260 — Chromium  . $5.10 

2  Light — Length  4%  inches.  8  inch 
glass. 

38-261  -Chromium  . $6.10  ; 

2  Light — Length  5%  inches.  10  inch  , 

glass.  I 

38-262 — Chromium  . $5.00 

2  Light — Length  7V2  inches.  Width 
8%  inches.  Opal  glass. 

38-263 — Chromium  . $4.00 

Length  9  inches.  8  inch  opal  ball. 

38-264 — Chromium  . $5.10 

2  Light- -Length  4^/4  inches.  8  inch 
glass. 

38-265 — Chromium  . $6.10 

2  Light — Length  4V2  inches.  10  inch  I 

glass.  t 

38-266  —Chromium  . $3.00  t 

2  Light — Length  4  inches.  8  inch  glass. 

38-267 — Chromium  . $4.00 

2  Light — Length  4%  inches.  10  inch 
glass. 

38-268 — Chromium  . $5.00 

Minimax  Safety  Holder.  Length  9% 
inches.  8  inch  globe. 

38-269  Chromium  . $6.10 

2  Light  Length  5 ’4  inches.  10  inch 
glass. 


All  glass  shown  is  light  density  opal  of 
good  diffusing  quality.  Metal  parts  are 
polished  Chromium. 
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38-270— Chromium  . $10.75 

1  Light — Box  7y2x7V2x4  inches  deep. 
Frame  9x9  inches.  Pressed  translucent 
bowl  8  inches  square,  1  Vi  inches  deep. 

38-271 — Chromium  . $17.00 

2  Light — Box  111/2x111/2x4  inches  deep. 
Frame  13x13  inches.  Pressed  translu¬ 
cent  bowl,  12  inches  square,  1%  inches 
deep. 

38-272 — Chromium  . $6.50 

1  Light — Oblong  box  51/8x7%x4  inches 
deep.  Frame  9x6%  inches.  Flashed 
opal  glass  panel. 

38-273 — Chromium  . $9.00 

1  Light — Box  71/2x71/2x4  inches  deep. 
Frame  9x9  inches.  Flashed  opal  glass 
panel. 

38-274 — Chromium  . $14.00 

2  Light — Box  1114x111/2x4  inches  deep. 
Frame  13x13  inches.  Flashed  opal 
glass  panel. 

38-275 — Chromium  . $7.50 

1  Light — Box  7x4  inches  deep.  Frame 
8  inches.  Flashed  opal  glass. 

38-276 — Chromium  . $10.50 

1  Light — Box  9x4  inches  deep.  Frame 
10  inches.  Flashed  opal  glass. 

38-277 — Chromium  . $15.00 

1  Light — Extends  4%  inches.  Back 
414x10%  inches.  Opal  glass  panel. 
With  switch. 

38-278 — Statuary  Bronze . $5.50 

1  Light — Keyless  socket.  B635  5  inch 
ruby  globe  3  inch  letters. 

38-279 — Statuary  Bronze . $6.00 

1  Light — B640  6  inch  ruby  globe  3  inch 
letters. 

38-280 — Statuary  Bronze . $5.50 

1  Light — Keyless  socket.  B636  5  inch 
ruby  globe  3  inch  letters. 

38-281 — Statuary  Bronze . $5.00 

1  Light — Keyless  socket.  B639  ruby 
globe  3  inch  letters. 

38-282 — Statuary  Bronze . $10.00 

1  Light  Box  8x10x4  inches  deep.  Made 
of  brass  for  surface  mounting.  Ruby 
flashed  glass  6  inch  letters. 

38-283 — Sprayed  Bronze . $6.00 

1  Light  Box  8x10x4  inches  deep.  Made 
of  iron  for  surface  mounting.  Ruby 
flashed  glass  6  inch  letters. 

38-284 — Statuary  Bronze . $10.00 

1  Light — Recessed  Box  8x10x3%  inches 
deep.  Frame  9x1 1  inches.  Ruby  flashed 
glass  6  inch  letters. 

38-285 — Statuary  Bronze . $18.00 

1  Light  Box  8x10x4  inches  deep.  Made 
of  Brass  for  surface  mounting.  With 
guard.  Ruby  flashed  glass  6  inch 

letters. 

38-286  -Statuary  Bronze . $18.00 

1  Light-  -Recessed  Box  8x10x3%  inches 
deep.  Frame  9x11  inches  with  guard. 
Ruby  flashed  glass  6  inch  letters. 

Recessed  boxes  are  of  galvanized  steel. 

Recessed  lighting  fixtures  to  suit  particular 

needs  are  made  to  order.  Send  sketch  or 

description  for  prices. 
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38-287 — Polished  Aluminum . $20.00 

1  Light  for  300  to  500  watt  lamp. 
Length  36  inches.  18  inch  Radiant 
glass.  The  metal  center  acts  as  a  re¬ 
flector  directing  light  upward.  It  is 
removable  permitting  relamping  with¬ 
out  taking  down  the  glass. 


38-288 — Two-Tone  Aluminum . $14.00 

1  Light  for  150  to  200  watt  lamp. 
Diameter  16  inches. 

38-289 — Two-Tone  Aluminum . $15.00 

1  Light  for  300  to  500  watt  lamp. 
Diameter  18  inches. 

38-290 — Two-Tone  Aluminum . $17.50 

1  Light  for  500  watt  lamp.  Diameter 
21  inches. 

Standard  length  is  36  inches.  A  most  effi¬ 
cient  indirect  lighting  unit.  Wide  distribu¬ 
tion  of  light.  Attractive  appearance  and 
good  lines.  Smart  finish.  Note  cut-away 
illustration  on  page  57  showing  method  of 
lighting  the  lower  portion  of  the  metal  bowl 
itself. 


PAGE  56 


,1 


BOTTOM  OF  e>OWL 


38-288 

38-289 

38-290 


PAGE  57 


38-291 

38-292 

38-293 


— BEARDSLEE— 

Chandelier  Mfg.  Co. 

CH ICAGO 


38-291 — Satin  Chromium . $18.45 

150  and  200  watt.  Diameter  16% 
inches.  Length  27  inches. 

38-292 — Satin  Chromium . $24.75 

300  and  500  watt.  Diameter  18% 
inches.  Length  34  inches. 

38-293 — Satin  Chromium . $49.80 


750,  1000  and  1500  watt.  Diameter 
22%  inches.  Length  48  inches. 

THE  AINSWORTH  MAGNA  for  INDIRECT 
LIGHTING.  The  luminous  bowl  is  made  of 
new  special  glass  alloy  which  gives  the 
following  results:  No  contrasting  surfaces 
because  the  lighted  units  blend  with  the 
ceiling.  No  glare.  Surface  brightness  is 
lowest  of  any  luminous  bowl  made.  Wide 
distribution  and  egual  diffusion  of  indirect 
light  of  a  soft  mellow  quality  that  is  ideal 
for  highest  visibility. 


MX38-294 — Satin  Chromium . $14.60 

14  inch  GALAX.  150-200  watt. 

MX38-295 — Satin  Chromium . $17.25 


16  inch  GALAX.  Mogul  socket.  300-500 
watt. 

Galax  glass  is  recommended  where  semi- 
indirect  lighting  is  desired.  It  is  a  one  piece 
glass  with  dual  opacity.  The  lower  portion 
is  dense  white  reflecting  glass  and  the 
upper  portion  is  of  light  opacity  slightly  dif¬ 
fusing  glass.  The  major  portion  of  light  is 
directed  upward  with  little  loss  by  ab¬ 
sorption. 


MX38-296 — Satin  Chromium . $10.80 

14  inch  RADIANT.  150-200  watt. 

MX38-297 — Satin  Chromium . $13.35 

16  inch  RADIANT.  Mogul  socket.  300- 
500  watt. 


Radiant  is  highest  quality  light  density  opal 
glass.  Is  an  excellent  diffusing  medium  of 
low  surface  brightness  and  is  uniform  in 
size  thickness  and  texture. 


MX38-298 — Satin  Chromium . $16.65 

14  inch  CELESTIALITE. 

MX38-299 — Satin  Chromium . $21.80 


16  inch  CELESTIALITE.  Mogul  socket. 

Celestialite  is  of  a  three  layer  construction. 
One  layer  is  blue  providing  the  closest 
approach  to  daylight  practical  for  general 
lighting.  Gives  a  most  satisfactory  com¬ 
bination  of  adequate  light  with  correct  color 
and  quality. 

The  Beaco  MIN-I-MAX  supports  the  glass 
from  inside  on  three  point  suspension.  No 
screws.  Operates  by  one  lever.  Simple  in 
construction  and  operation.  A  truly  safety 
holder.  Standard  length  is  28  inches  to 
bottom  of  holder. 
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No.  Glass  Socket 

Wattage 

Price 

MX38-300  Axl2"  Medium 

100-150 

$  7.05 

MX38-301— 6x14"  Medium 

150-200 

8.00 

MX38-302— 6x16"  Medium 

200 

10.00 

MX38-303~6xl6"  Mogul 

300-500 

10.75 

MX38-304— 4x12"  Medium 

100-150 

9.25 

MX38-305— 6x14"  Medium 

150-200 

10.20 

MX38-306— 6x16"  Medium 

200 

12.15 

MX38-307— 6x16"  Mogul 

300-500 

12.75 

MX38-308 — 4x12"  Medium 

100-150 

9.85 

MX38-309— 6x14"  Medium 

150-200 

10.80 

MX38-310— 6x16"  Medium 

200 

12.75 

MX38-31 1—6x16"  Mogul 

300-500 

13.35 

MX38-312— 6x12"  Medium 

100-150 

7.05 

MX38-313— 6x14"  Medium 

200 

8.00 

MX38-314— 6x16"  Mogul 

300 

10.75 

MX38-315— 6x12"  Medium 

100-150 

9.85 

MX38-316— 6x14"  Medium 

200 

10.80 

MX38-317— 6x16"  Mogul 

300-500 

13.35 

MX38-318— 6x12"  Medium 

100-150 

9.25 

MX38-319— 6x14"  Medium 

200 

10.20 

MX38-320— 6x16"  Mogul 

300-500 

12.75 

Length  of  ceiling  light  is  5  V2  inches  to 
bottom  of  holder  and  measuring  6%  inches 
diameter  at  ceiling.  Length  of  pendants  28 
inches  to  bottom  of  holder.  Statuary  Bronze 
finish.  (Satin  Chromium  Optional  on  stem 
pendant.) 

Glass  is  light  density  opal  B555  Radiant  on 
page  60  to  B1180  Silvaglo  on  page  61. 

The  BEACO  MIN-I-MAX  supports  the  glass 
from  the  inside  on  three  point  suspension. 
Operates  by  one  lever.  No  screws.  Simple 
in  construction  and  operation.  A  truly 
safety  holder. 
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CHURCH 

LIGHTING 

Years  of  experience  in  designing 
and  building  lighting  fixtures  for 
many  of  the  finest  churches  and 
cathedrals  qualify  Beardslee  as  an 
authority  on  the  subject  of  church 
lighting. 

Beardslee  designers  for  years  have 
been  students  of  ecclesiastical  ar¬ 
chitecture  and  have  at  their  com¬ 
mand  an  unusually  complete  li¬ 
brary  containing  photographs,  full 
size  drawings,  and  sketches  of 
lighting  fixtures  used  in  numerous 
fine  churches. 

The  illustrations  shown  on  these 
two  pages  are  from  photographs 
of  some  recent  installations. 

The  lighting  fixtures  are  second 
only  to  the  architectural  features 
of  the  edifice  itself  and  should 
harmonize  with  the  details  of  the 
building.  Therefore,  the  architect 
should  always  be  consulted  when 
selecting  lighting  fixtures. 

The  lighting  effects  and  the  design 
of  lighting  fixtures  are  equally  im¬ 
portant,  and  the  architect  will  find 
at  Beardslee  intelligent  co-opera¬ 
tion  in  designing  and  engineering 
to  produce  the  desired  result. 

Any  project  for  modernizing  or 
beautifying  the  church  interior 
should  begin  with  the  lighting 
equipment. 

When  planning  church  lighting, 
architectural  plans  are  always 
helpful  and,  when  not  available, 
information  regarding  style  of  ar¬ 
chitecture,  size  of  rooms,  ceiling 
heights,  distance  between  outlets, 
amount  of  money  available  for 
lighting  fixtures,  etc.,  will  enable 
Beardslee  to  offer  appropriate  sug¬ 
gestions. 

Your  inquiry  is  solicited. 
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Information  — 


NOTE:  All  fixtures  in  this  catalog  are  numbered  consecutively  making  it  possible  to  locate 
any  desired  number  readily. 

WHEN  ORDERING:  To  prevent  error  and  expedite  delivery,  mention  Fixture  Number, 
Number  of  Lights,  Catalog  Page  Number,  Finish,  and  Price.  Specify  any  preferred  route 
and  -whether  shipment  is  to  be  made  by  Freight,  Express,  Truck  or  Parcel  Post.  In  the 
absence  of  definite  instructions  we  will  use  our  best  judgment. 

DELIVERY:  Utility  Items  are  in  stock  for  immediate  shipment.  The  custom  made  numbers 
are  finished  for  the  individual  order  requiring  a  few  days  time.  When  quick  delivery  is 
needed  let  us  know  as  we  are  keyed  up  to  give  that  extra  service  when  required  of  us. 

PACKING:  Beardslee  employs  only  expert  packers  with  experience  in  packing  glassware 
and  fixtures,  and  this  fact  plus  the  careful  inspection  prior  to  shipment  insures  the  safe 
arrival  of  your  order. 

DIMENSIONS:  All  measurements,  length,  height,  width,  and  extension  are  overall.  Extra 
lengthening  when  furnished  will  be  charged  for. 

WIRING:  All  sockets,  wire  and  switches  are  approved  by  the  National  Board  of  Fire 
Underwriters.  Fixtures  are  completely  assembled,  ready  to  fit  on  %  inch  studs  in  outlet 
boxes. 

FINISHES:  The  finishes  listed  are  suited  to  the  particular  design  and  are  shipped  unless 
specified  otherwise.  Other  finishes  can  be  furnished  though  in  some  cases  an  extra 
charge  is  necessary.  The  excellence  of  the  finish  on  Beardslee  fixtures  is  first  because 
of  the  material  from  which  the  fixture  is  made,  second  because  of  the  skill  of  the  buffers, 
polishers  and  platers  in  executing  their  work  and  finally  because  of  the  careful  lacquering 
with  the  very  best  quality  lacquer. 

TERMS:  All  prices  are  F.  O.  B.  Factory.  Terms  to  firms  with  established  credit  rating 
30  Days  Net.  1%  cash  15  Days.  C.  O.  D.  shipments  will  be  made  when  requested  and 
when  33  1/3%  of  the  amount  accompanies  order.  With  your  first  order  we  suggest  you 
furnish  Chicago  references  to  avoid  delay  if  you  wish  shipment  on  open  account. 

CLAIMS:  Mistakes  are  infrequent  and  will  be  promptly  corrected.  Any  damage  or  loss 
in  shipment  is  the  responsibility  of  the  transportation  company.  Notify  your  agent  at 
once  and  make  claim  for  loss.  We  assume  no  responsibility  but  will  gladly  assist  in 
collection. 
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